Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 ISTANB 03760 240541Z 

73 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO FBO-02 OC-06 CCO-OO /026 W 

082492 

R 24052 1Z SEP 76 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 8058 
AMEMBASSY ATHENS 
INFO AMEMBASSY ANKARA 
AMCONSUL FRANKFURT 

CONFIDENTIAL ISTANBUL 3760 

DEPT FOR A/SY/T AND A/SY/FO; ATHENS FOR TSO; FKFT FOR 
RSS & RTC; ANKARA FOR RSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUB J : ACR INSTALLATION, ISTANBUL 
REF: A) ISTANBUL 3720; B) ATHENS 9931 

1 . RSO NOW ARRANGING TO HAVE LOCAL ELECTRICIAN, UNDER ESCORT, 
INSTALL WIRING. ASSUME LOCAL SWITCHES AND OUTLETS WILL BE 
ACCEPTABLE AS ANY AMERICAN PLUGS COULD BE REPLACED BY LOCAL 
PLUGS. ALSO INTEND TO USE PASTIC CONDUIT, SURFACE MOUNTED (SEE 
REFTEL B). 

2. ELECTRICAL POWE TO CONSULATE IS 1 10 VOLT, 50 HZ. ASSUME 
AIR CONDITIONER UNIT SHIPPED FROM DEPARTMENT COULD INCLUDE 
STEP-UP TRANSFORMER TO PROVIDE 220 VOLTS. 

3. PLEASE ADVISE. 

BATJER 


CONFIDENTIAL 
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